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Message Text 


CONFIDENTIAL 

PAGE 01 MOGADI 00259 130932Z 

11 

ACTION SY-05 

INFO OCT-01 AF-06 ISO-OO FBO-02 /014W 

067318 

R 130600Z FEB 76 
FM AMEMBASSY MOGADISCIO 
TO AMEMBASSY ADDIS ABABA 
INFO SECSTATE WASHDC 3586 

CONFIDENTIAL MOGADISCIO 0259 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: PROPOSED ALARM SYSTEM AND SAFEHAVEN INSTALLATION MOGADISCIO 
ER. 

REF: (A) MOGADISCIO 196, (B) ADDIS ABABA 1212, (C) ADDIS ABABA 1490 

1 . AMBASSADOR ACCEPTS ALTERNATE ALARM SYSTEM SUGGESTED IN PARA 
2 REFTEL C. 

2. EMBASSY PROPOSES TO GRILL ALL RPT ALL WINDOWS IN EAST WING 
IN ACCORDANCE WITH RECOMMENDATIONS IN PARA 3 REFTEL C. 

3. STEEL PLATE IS AVAILABLE IN THREE AND FIVE MILIMETER THICK- 
NESSES. COMPOSITION OF STEEL IS COMPLETELY UNKNOWN TO SUPPLIER. 

WE ARE NOW CHECKING TO SEE IF IT CAN BE CUT TO SIZE. 

4. GLASS BLOCKS ARE AVAILABLE FOR BATHROOM WINDOW CLOSURE. 

EMBASSY NOW TRYING TO PROCURE EXHAUST FAN FROM NAIROBI. 

LOUGHRAN 


CONFIDENTIAL 
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